NANTUCKET MEMORIAL AIRPORT 


Nantucket Island, Mass. PLACE 
STAMP 
HERE 


MADE IN U.S.A. 


See ere ary 


K—12697 


POSTCARD 


“SSVW ‘L3XONLNYN ‘dOHS OLOHd NOGOYH AS O3HSI1ENd ——- 


N 
, 
\Y - 


COLOR BY BILL HADDON 


